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STATE OF VIRGINIA 
FAIRFAX COUNTY ; ’ 
ROVER 30, L971 
DESCRTE DION OF PROPERTY 8G aera TRANSFERRED 
EROS PPL ADE EGHNAY WT DHENTS TRATION 


TO THE CaNTRAL INTELLIGENCE AGENCY 
NEAR MCLEAN, VIRGINIA 


PARCEL "F" 


Beginning at a point comnon to the properties of the Central Intel- 
digence Agency and the Federal Highway Administration, said point 
being the northwest corner of the Margaret Secattergood and Florence 
C. Thorne property, and said poins having the District of Colwnbia 
courdinates Nortn €1,575.87 and West 39,845.733 thence across the 
lands of the Federal Highway Administration North seventy-two 
degrees, fifty-three minutes, and fifteen seconds West (72°53 25"), 
two hundred ninety-fouw and seventy-nine hundredths feet (294.79') te 
a& point, thence North severi BEBSees, forty-four minutes, and thirty- 
three seconds West (NOTH 133 3'W), seventy-four and ninety-five 
hundredths feet (74.95') to a point, thence North gittteen degrees, 
thirteen minutes, end forty-two seconds West (x25° L3'H2"W), two 
hundred four and ninety hundredths feet (204.90') bo a point, thence 
North twenty-three degrees, thirty-two minutes, and fifty-one seconds 
West (N23°32'S1"W), two nondred thirteen and thirty-three hundredths 
feet (213. 33°) to a point, thence North thirty-one degrees, ten 
minutes and eighteen seconds West cee three hundred eight 
and twenty-five hundredths feet (308.25') to a point, thence North 
twenty-eight degrees, eleven ae And fifty-four seconds West 
N26°12.'54"W), one hundred pian die aecre and eighty hundredths feet 
(195.80') to a peint, thence North twenty degrees, two minutes and 
twenty-one seconds West (20%? '21."a) , one hundred eighty-one and 
eighty-one hundredths feet (181.61!) to a point, thence North twelve 
degrees, seven minutes and twelve he West (N12°07 '12"W) , one 
hundred seventy-two and ten hundredths et (172.10') toa point, 
thence North four degrees, thirty-six minutes and twelve seconds 
West (No4036'12"W), two hundred fourtcen and eighty-five hundredths 
feet (214.85') to a point, thence North one degree, thirty-eight 
minutes and thirty seconds East (NO1°38'30"E), two hundred thirty 
and sixty-seven hundredths feet (230.67') to a point, thence North 
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seven degrees, thirty-cight minutes and thirty seconds East 
(No7°38'30"%), two hundred twenty-two and cight hundredths feet 
(222.08') to a point, thence North thirteen degrees, twenty-seven 
minutes and forty-cight seconds Hast (N13°27'46"e), two hundred three 
and sixty-one hundredths feet (203.61') to a point, thence South 
seventy-four degrees, sixteen minutes and forty-one seconds East 
(S74°16'4L"e), eight hundred twenty-five and sixty-two hundredths 
feet (825.62') to a point, thence North seventy-one degrees, twenty- 
seven minutes and forty-five seconds East (N71°27'45"E), six hundred 
thirteen and eighty-six hundredths feet (613.86') to a point on the 
property line common to the properties of said Central Intelligence 
Agency and said Federal Highwey Administration, thence along said 
property line South sixtecn degrees, fifty-nine minutes and thirty- 
six seconds West ($16°59'36"W), six hundred sixty-eight and six 
hundredths feet (668.06') to a point, thence South twenty degrees, 
four minutes and forty-nine seconds West (S20°O 'L9"W), eighty- 
seven anid fifty-five hundredths feet (87.55') to a point, thence 
South sixteen degrees, forty-eight minutes and zero seconds West 
(S16°45'OO"W), one thousand five hundred eight and eight hundredths 
feet (1,508.08') to the place, of beginning, and containing forty- 
three end seven hundred seventy-six thousandths acres (43.776 acres), 
more or less. , 


Drawing titled "PROPERTY MAP, FAIRBANK HIGHWAY RESEARCH STATION," 
dated November 1971, is made to accompany this description. 


Approved For Release 2002/05/09 : CIA-RDP86-00244R000300110020-0 


